TABLE 7.2   Suggested Factors for Cost Estimations
Estimates for Prototypical Counties Factors                                                               Urban County                      Rural County
Total population                                                  500,000                               20,000
Population per parcel                                           2.5                                       1.33
Total number of parcels                                       200,000                               15,000
the customary scales given in Table 3.2 and suggests how much of each of the 956-square-mile prototype counties might need to be mapped at each scale. The presence of even a relatively small sector of denser development may require shifting to a larger scale of map, even though as much as 90 percent of certain map sheets may be less subdivided and mappable at the smaller scale. Some counties will have significant amounts of land subdivided into either larger or smaller parcels than are covered by this range. Where many lot frontages are 40 feet or less, a scale of 1:600 is suggested, as indicated in Section 3.4 of this report. Also, in "resource areas" that essentially are unsubdivided, maps at the scales of 1:12,000 or even 1:24,000 may be appropriate. However, neither of these extremes is included in the two hypothetical prototypes.
Estimates of costs of the cadastral overlay component of a multipurpose cadastre are normally expressed per parcel and computed on the basis of the total number of parcels in the mapped area. For these hypothetical cost summaries, the prototype urban county is suggested as having 200,000 parcels, and the prototype rural county, 15,000 parcels. These figures are consistent with populations of about 500,000 and 20,000 for these two counties, respectively, as indicated by the ratios of population per parcel given in Table 7.2. The latter appear typical of similar counties described in the report on the HUD Land Title Systems Demonstration (U.S. Department of Housing and Urban Development, 198 la, 1981b). Although the suggested population of 20,000 for a prototypical rural county may seem small, it actually is the median population of the 3143 counties and county equivalents in the United States as of 1975.
7.3.2   Summary of Cost Estimates for Prototypes
Appendix A. 1 describes a program of relocating and monumenting of quarter-corners of the PLSS sections in the Southeastern Wisconsin Region (which includes the Milwaukee metropolitan area) that provides a model to which many counties can relate. Typical costs for recovering and preparing a PLSS corner were about $200 in 1980 dollars, which included relocation, monumentation, establishing witness marks and related ties, and documentation. The subsequent costs of accurately de- 100' to 180' Rural               200' and greater TOTAL COUNTY		1:1200 1:2400 1:4800	96                           4 260                          12 600                       940 956                       956
